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June 9 , 1989 


Harmon C. McAllister, Jr., Ph.D. 

Research Director 

The Council for Tobacco Research, Xnc. 

900 Third Avenue 
New York, N.Y. 10022 

Dear Doctor McAllister: 

I would like to receive information as to how one may apply 
for research support and the areas of biological investigation 
the Cuoncil is interested in supporting. 
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Sincerely, 

/•' ' —(IsTVvv 

Paul M. Newberne 
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